Message 

From: Lobik Stephen [slobik@facil.umass.edu] 

Sent: 12/1/2010 1:18:14 PM 

To: rsimpkiss@ureach.com 

CC: Hanchett, James (DPH) [James.Hanchett@state.ma.us] 

Subject: server rack location 

Bob, 

The rack for the server and other hardware will be going in N245. I would like to meet with Jim prior to the 
installation to be sure we locate it in a spot that is acceptable to him. I have a 1:00 in Morrill that should be 
over by 1:30 or 1:45. If it works for you we can try to meet Jim then. Jim please let me know if this is alright 
with you. 

Thanks, 

Stephen 

Stephen Lobik 

Capital Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 

(T) 413-545-6516 

(F) 413-545-3684 
slobik@facil.umass.edu 
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